The Inca ofPerusalem was performed for the first time in Eng-
land by the Pioneer Players at the Criterion Theatre, London, on
i6th December 1917, with Gertrude Kingston as Ermyntrude, Helen
Morris as the Princess, Nigel Play fair as the waiter, Alfred Dray-
ton as the hotel-manager, C. Wordley Hulse as the Archdeacon, and
Randle Ayrton as the Inca.
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